were doing their normal check ups aa required but the condition was
not obvious. It was necessary to check the brakes to discover the
defective parking brakes. The negligence of the operator was therefore
slight.

Ketro Asphalt demonstrated good faith in achieving rapid compliance
after notification of the violation. The loader was removed from service
immediately to get it repaired. The citation was terminated by another
inspector,

Citation 171467 .(Exhibits P-2)

The inspector noted in the Citation that:

"The head pulley on the No. Seven conveyor was not
guarded.  The pulley was approximately about four
feet above ground level where persons servicing
or doing maintenance could get entangled and receive
serious injuries.  There was one person in the area
who does maintenance and service and clean-up."

30 CFR 56.14-1 provides that:

"Gears: sprockets; chains; drive, head, tail, and
takeup pulleys; flywheels; couplings, shafts; saw-
blades; fan inlets; and similar exposed moving machine
parts which may be contacted by persons, and which may
cause injury to persons, shall be guarded."

The head pulley did not have a guard and a person could get entangled
by falling or tripping. A shovel could get caught between the belt
and the pulley and drag the workman in. The pulley was positioned about
four feet above the ground. Inspector Herrera believed that it was a
self cleaning pulley with ten or twelve wings extending from the hub
creating multiple pinch points. Mr, Richard Leyendecker testified that
it was not a self cleaning pulley. Since self cleaning pulleys were
installed only at the tail end of conveyors  the testimony of Mr.
Leyendecker is accepted as more credible; however the head pulley still should
have been guarded since it posed a hazard.  The head pulley was a drum-
type roller with the ends closed which resulted in fewer pinch points.

There were one or two persons in a "shack" about 40 feet from the
head pulley. They clean up and do service maintenance in the area but
were not observed actually working at the time of the inspection. The
hazard existed only when the equipment was in operation.

The loader operator and the control operator are usually in the area.
The plant equipment is electrically controlled by the operator who is
not physically next to the equipment while the plant is in operation.
Company policy is that all equipment is shut down for maintenance,,
servicing, and clean up. The probability is slight that one of the two
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